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October 28, 1976 


BISHOP'S, MCGILL HONOUR CONCORDIA'S RECTOR JOHN O'BRIEN 


Concordia Rector and Vice Chancellor John W. O'Brien will be 
honoured by two universities during Fall convocation ceremonies. 

Bishop's University will confer a Doctor of Civil Law (D.C.L.) 
degree, honoris causa, on Dr. O'Brien during ceremonies on Saturday, October 
30 when the new Bishop's Principal and Vice Chancellor Dr. Christopher 
Nicholl will be officially installed. 

At ceremonies on November 17th at McGill University, Dr. O'Brien 
will receive a Doctor of Letters (LL.D.) degree, honoris causa, and will 
deliver the convocation address. Dr. O'Brien is a graduate of McGill where 
he earned both his undergraduate and graduate degrees in economics. 

Dr. O'Brien began his career at Sir George Williams as a lecturer 
in economics in 1954 and has held a number of academic and administrative 
positions in his more than 20-year association with the University. 

In 1963, he was appointed Dean of Arts and in 1969 he became 
Principal and Vice Chancellor of Sir George Williams University. With the 
creation of Concordia University in 1974, Dr. O'Brien was named the Univer- 
sity's first Rector and Vice Chancellor. 

Dr. O'Brien is president of the Conference of Rectors and Principals 
of Quebec Universities and until recently was a member of the Council of Uni- 
versities of Quebec. He became a member of the Council of the Association of 
Commonwealth Universities last year. , 

In addition to his other professional memberships, Dr. O'Brien is 


a member of the Board of Governors of Vanier College. 
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